Brief comment text:

I have thousands of dollars invested in Meshtastic 915 HMz equipment, cooperate with a growing community of Meshtastic users in the north west Oregon region and expect to rely on that 915 MHz network in the case of a regional emergency, such as wildfires and earthquakes which disrupt cell service, and is already spotty in my neighborhood.   Our community would be extremely upset if the FCC chose to re-allocate 915 MHz for unnecessary GPS bandwidth. 
